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Message Text 
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PAGE 01 NICOSI 00110 131242Z 

10 

ACTION EUR- 12 

INFO OCT-01 SY-05 ISO-OO A-01 FBOE-OO SSO-OO NSCE-00 

USIE-00 INRE-00 OPR-02 PER-03 CIAE-00 DODE-OO PM-04 

H-02 INR-07 L-03 NSAE-00 NSC-05 PA-02 PRS-01 SP-02 

SS-15 /065 W 

073221 

OR 131230ZJAN76 
FM AMEMBASSY NICOSIA 
TO SECSTATE WASHDC IMMEDIATE 2872 
INFO AMCONSUL FRANKFURT 

UNCLAS NICOSIA 0110 

FRANKFURT FOR RSS 

E. O. 11652: N/A 
TAGS: AFSP ASEC 
SUBJECT: FIRE IN EMBASSY 

EMBASSY SUFFERED MINOR FIRE AT 1400 HOURS LOCAL JANUARY 13. FIRE 
STARTED IN BOILER ROOM. BASEMENT OF RESIDENCE WING, PROBABLY FROM 
LEAKY FUEL LINE. BUILDING EVACUATED. QUICK ACTION BY ANCOIC MSG, 
WHO TURNED OFF LINE, PREVENTED SPREAD OF BLAZE. NICOSIA FIRE 
DEPARTMENT RESPONDED TO OUR CALL WITHIN THREE MINUTES, SNUFFED 
FIRE OUT EFFECTIVELY. LOTS OF SMOKE BUT RELATIVELY LITTLE 
DAMAGE. ESTIMATE WILL FOLLOW SEPTEL. INITIAL INSPECTION INDICATES 
NO REPEAT NO FOUL PLAY. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976NICOSI001 10 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76001 2-0053 
From: NICOSIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 62/aaaacdgn. tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: mendozsm 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 5 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 JUL 2004 by castelsl>; APPROVED <07 SEP 2004 by mendozsm> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FIRE IN EMBASSY EMBASSY SUFFERED MINOR FIRE AT 1400 HOURS LOCAL JANUARY 13. FIRE 
TAGS: AFSP, ASEC 
To: STATE 
Type: TE 
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